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NARA RG104, Entry 1, Box 191 


The Mint of the United States at Philadelphia, 
Superintendent’s Office, 
October 7, 1895 


The safe No. 93 as placed in Coining Department U.S. Mint Philada. by Farrel Safe 
Works at $300.00 and this price accepted voluntarily, instead of ($330.00) as mentioned in the 
[invoice] dated S.A.O. Supt. 30th Washington, D.C. 


James E. MacLaue 
Inspector 

U.S. Mint 

Philada. 


And instruct accordance with the specification and certificate of the Coiner Wm. E. Morgan. 


